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Message Text 

UNCLASSIFIED 

PAGE 01 MOSCOW 0721 1 240732Z 
ACTION EUR- 12 

INFO OCT-01 ISO-00 FEA-01 AID-05 CEA-01 CIAE-00 
COME-00 EPG-02 DODE-00 EB-07 FPC-01 H-02 INR-07 
INT-05 L-03 NSAE-00 NSC-05 OMB-01 PM-04 USIA-15 
OES-07 SP-02 SS-15 STR-04 TRSE-00 ACDA-10 /HOW 

240736Z 017570/16 

OR240716ZMAY77 

FM AMEMBASSY MOSCOW 

TO AMCONSUL LENINGRAD IMMEDIATE 

INFO SECSTATE WASHDC 7774 

ERDA WASHDC 

ERDA GERMANTOWN MD 

UNCLAS MOSCOW 721 1 

CONGEN FOR RUECKERT 

E.O. 11652: N/A 

TAGS: TGEN, ENRG, PFOR, US, UR 

SUBJECT: US-USSR ENERGY AGREEMENT: HYDROELECTRIC: COLD WEATHER 
CONSTRUCTION (08.020201) 

SCIENCE OFFICE 23 MAY ADVISED MINPOWER THAT CONSULATE OFFICER 
WOULD LIKE TO PARTICIPATE IN SUBJECT DELEGATION'S VISIT TO 
LENINGRAD. TROSHIN IS NOTIEYING DEL'S HOSTS IN LENINGRAD, 

VNIIG AND THE LENINGRAD DIVISION OE GIDROPROYEKT. CONSOEF 
MAY WISH ALSO TO CONTACT THOSE ORGANIZATIONS. 

MATLOCK 


UNCLASSIFIED 


NNN 
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Subject: US-USSR ENERGY AGREEMENT: HYDROELECTRIC: COLD WEATHER CONSTRUCTION (08.020201) SCIENCE OFFICE 23 MAY 
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